STATUTES AT LARGE

operation, shall not be construed a violation of this rule. (Filed, secretary
state's office-November 8, 1937.)
Rule 21. Voltage Surveys and Records. Each utility shall provide it-
self with suitable indicating or recording voltmeters, and shall make a
sufficient number of voltage tests periodically so as to insure compliance
with the voltage requirements cited above. These tests shall be made at
appropriate points upon the utility's distribution lines.
Station Instruments and Records. Each utility shall have installed at
its generating station suitable instruments to indicate the frequency and
voltage of the service rendered from that station, together with the magni-
tude of the loads upon it. Each utility shall keep a station record which
will show; (a) the time of starting and shutting down of generating. units,
the time of starting and disconnecting all street lighting circuits: (b) and
readings of such instruments and at such intervals as are necessary to
determine the character of the load; (c) all interruptions to service affect-
ing bus bars or distribution system, with the time, duration, and the cause,
when known, of the interruption. (Filed, secretary state's office-Novem-
ber 8, 1937.)
GENERAL PROVISIONS
Rule 22. Deposits From Consumers and Guarantee Payment of Bill.
(a) Each utility may require from any consumer, or prospective con-
sumer, a cash deposit or other acceptable security intended to guarantee
payment of concurrent bills. Such required deposit or other security shall
not exceed the amount of an estimated sixty days' bill of such consumer.
Interest shall be paid by the utility upon cash deposits at the rate of 6%o
per annum, payable upon the return of the deposit, for the time such
deposit was held by the utility, and the consumer was served by the
utility; Provided such period was not less than six months. If security
other than cash is tendered by consumer and such security is not ac-
ceptable to the utility, then the consumer may submit to the Commission
security offered and the action of the Commission shall be binding on both
parties.
(b) Each utility having on hand cash deposits from consumers or here-
after receiving deposits from them, shall keep records to show: (1) the
name of each consumer making such deposit; (2) the premises occupied
by the consumer when the deposit was made; (3) the amount and date
of making the deposit; (4) a record of each transaction concerning suqh
deposit, such as payment of interest, interest credited, etc.
(c) Each utility shall issue to every consumer from whom a cash
deposit is received, a non-assignable receipt.
(d) Each utility shall provide reasonable ways and means whereby
a depositor who makes application for the return of his deposit or any
balance to which he is entitled, but is unable to produce the original
certificate of deposit or receipt, may not be deprived of his deposit or
balance. (Filed, secretary state's office-November 8, 1937.)
Rule 23. Discontinuance of Service for Violation of Rules or Non-
Payment of Bills. (a) No utility shall discontinue the service to any
consumer for violation of its rules or regulations, or for non-payment of
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